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R. H. MACY & CO. 


famous department store of New York, in the N. Y. Times, February, 1914, said: 
«The ‘LO-GLO’ Electric Incubators combine efficiency, economy and perfect 
control of heat, ventilation and moisture.” 


= 3 Mohawk, Mich., May 15, 1914. 
“Yes every hatchable egg produced a strong chick.” ee 
| J: A. DALEY, Mohawk, Mich. 


(The foregoing was received in reply to our question, “Was your hatch successful ?”’) 


RECOMMENDS TO EVERYONE. 


“The ‘LO-GLO’ Electric Incubator has proven satisfactory to me, and I am so 
well pleased with it that I can recommend it to every one.” 


CHARLES BAUER, Hempstead. fT Nv 


% CAN BE SET ANYWHERE IN THE HOUSE. 


“T find my ‘I.0-GLO’ Incubator O. Ie in fact, far better than I even expected. I 
have had excellent results, and it is so little work attending to it. It can be set 
anywhere in the house, and there is so little dirt from it.” 


C. E. BROWN, Long Branch, N. J. 


NINE HOURS WITHOUT POWER. 


| Hull, Canada, July 14, 1914. 
“Now you must note that on the night of the 20th and the 21st a big storm came, 

and the machine has been without current for nine consecutive hours, and out of these 

27 eggs | got 22 chicks. If this didn’t happen I would have-surely gotten a better 


percentage.” 
JOSEPH E. BINOT, Hull, Canada. 


' TEMPERATURE EASILY MAINTAINED. 


“T have used the ‘LO-GLO’ Electric Incubator for two seasons. The temperature 
is easily maintained at 103 degrees, and the machine requires little attention.” 


BUCKINGHAM MARSH, Bridgeport, Conn. 


August 24, 1914, 
Gentlemen: : 

I want to tell you how delighted I am with the LO-GLO Electric Incubators and 
Hovers. Having lived in the city until recently, I naturally knew very little of the 
art of poultry raising. Since April however, I have hatched over 500 chicks in my 
parlor, and raised them in the LO-GLO Hovers and without losing one. Am more 
than pleased. : 

: - Sincerely, : 
(Mrs.) WILLIAM WOODBURY 
878 Valley Road, Montclair Heights, N. J. 
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at that time. All of these improvements have but 





































CHANGE IN NAME OF THE Compan: 
UR eustomers will note the change of nani 


Standard Electric Incubator Co. to the Lo-G 
_ Incubator Co., Inc. 7 








Since issuing the Third Edition of this catalogue in tae 
pany has added many improvements to the incubators me Frac 
Z ) one object. 
lessen the expense of hatching to the poultry raiser. Tt 
thousands of dollars to do this; but our policy has alwa 
protect and to satisfy our customers, and to give them the 
incubator made. Through making good to you, we shall. 
make good ourselves. y 
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2 | Most Economical Incubator Made 


ELECTRICITY IN THE INCUBATOR. 








No. 500 ‘‘LO-GLO”’ Electric Incubator 


The heat necessary for hatching is produced by ordinary carbon 
filament electric light bulbs (no resistance coils or heating units used), 
the number varying according to the size of the machine. The advan- 
tage of this method of heating may be briefly summarized as follows: 


First. Simplicity of operation. The heat-giving current is sup- 
plied by merely turning a socket key. | 

Second. Pure air and perfect ventilation. 

Third. Heat and moisture under perfect control. 

Fourth. Absence of all smoke, soot, fumes and smell. 

Fifth. Danger of fire eliminated. 

Sixth. Not affected by dampness or moisture. 
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All Metal, Indestructible 3e 


Odors from kerosene and soot have a decidedly bad effect on the 
hatching eggs, vitiating the air and unquestionably destroying a per- 


centage of the weaker embryos. On the other hand, it is a matter of - 


common knowledge that electrical rays have a witalizing influence upon 
the development and growth of cell life. 


Wherever there is an electric light wire the “LO-GLO” Company’s 


products can be used. Connection with the feeding wire can be easily 
established. One, or one hundred incubators can be attached to the 
same feed wire. 


In towns where either the law or insurance regulations forbid the 
use of oil lamp incubators in buildings, the “LO-GLO” Incubator can 
be used. 


“LO-GLO” CONSTRUCTION. 

“The “LO-GLO” Incubators are made of metal, the outside 
casing being of heavily enameled sheet steel, the inside or egg chamber 
of heavy galvanized iron. The dead air space between the two is 
perfectly insulated with sanitary, fire-proof material. 


Ventilation is controlled from the outside by means of a metal slide 
in the bottom of the incubator by which the intake of air can be easily 
and correctly regulated. 

The moisture or humidifying tank is on a flange attached to the 
side of the egg chamber, sliding in or out and of easy access. 


All the electric wiring is surrounded by approved insulating mate- 
rial and is placed between the outer and inner metal parts of the 
removable top lid of the machine so that nothing is exposed but the 
sockets for the bulbs and the circuit breaker. 

The egg trays are of heavy galvanized wire and the sizes foduated 
so that each single tray will hold but slightly over 100 eggs, making 
them easy for any one to handle. | 


Wherever the dimensions permit, the egg trays are made in sec- 
tional squares, an innovation that will appeal to all experienced breed- 
ers as a convenient and practical method for changing the position of 
the eggs relative to centre, sides and corners without actually touching 


the eggs themselves. 
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ALL. MACHINES INCLUDE “UP-TO-THE- MINUTE” 
IMPROVEMENTS. 
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No. 2,100 Electric Incubator 


Showing removable bottom with ventilators (See cut 1 and 6) and 
Sectional egg trays (Nos. 2,3, 4 and 5.) 


CL). A sensitive and durable thermostatic circuit breaker. 

(2) Solid removable bottoms with perforated sheet and sliding ven- 
tilators take the place of the original single metal perforated 
sheets. 

(3) In addition to the asbestos lining, the dead air space in the top 
is packed with mineral wool, and the sides with a Hs layer of 

_ prepared paper and felt. 

(4) The humidifying tank is attached to the inside wall of the egg 

chamber. 
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' Bigger Hatches, Healthier Chicks 5 
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(5) The cubical contents of the egg chamber (in all of the incubators) 
has been reduced from that of the original models, thus making 
less cubic heating space per lamp. 


(6) The arcing of the thermostat contact points has been eliminated. 


| | NURSERY TRAYS. 

In discarding nursery trays, we are introducing another of our 
“Revolutionary Ideas.” The nursery tray is unscientific, unsanitary 
and dangerous. In it the chick can pick at the droppings, fluff and 
ooze from the eggs, all of which in the “LO-GLO” fall through the 
ege tray and pass beyond the reach of the chicks, thus eliminating a 
possible source of disease. The drop from tray to tray is in itself 
injurious to a newly born chick; and the sudden change of temperature 
averaging from 5 to 10 degrees lower than that of the egg tray is a 
deadly blow to the vitality of the chicks. 





No. 850 ‘‘LO-GLO”’ Electric Incubator 


There are double glass windows in the door of every machine 


through which each part of the interior is always visible. 


A card slide is attached to the side of each machine to conveniently 


keep records of the hatch. 
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All of these changes are matters either of convenience or of vital 


interest to the. purchaser, 


In spite of the fact that it naturally costs considerably more to 
manufacture and equip an all-metal “LO-GLO” Electric Incubator 
than to turn out a wooden lamp machine, taking capacity into con 
sideration, the price is but little higher than those of standard wooden 


machines. 


The “LO-GLO” is actually the most economical incubator you can 


possibly buy. 


The “LO-GLO” Incubators and Hovers remove every objection- 
able and disagreeable feature connected with chick raising, and make 
the whole process easy, a pleasure, and a profitable success whether 
you are in it to make money or simply to supply your own table. 


Electricity is as sure to supplant oil in incubation, as it has in 


lighting. It is not an experiment, it is a fact. The important inven- 
tion of automatically regulating the operation of the “LO-GLO” was 
all that was needed to give man the use of electricity in reducing the 
cost, labor and uncertainty connected with hatching and _ raising 


chickens. 


The dimensions and weight of the “LO-GLO” Incubators are 
considerably less than wooden machines of like capacity. They can be 


placed one above the other and operated in tiers. 


Every “LO-GLO” Incubator is of the same general construction 


and is shipped complete, ready to operate. 


THE ESSENTIALS OF SUCCESSFUL HATCHING 


Are: dependable automatic regulation of temperature, perfect 
moisture conditions, pure air, sufficient and proper ventilation and 
minimum demands upon time. These essentials are embodied in the 
“LO-GLO” Electric Incubator to the highest degree. 
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UNDESIRABLE FEATURES OF THE OLD ETHODS. 


Disagreeable odor of kerosene—a tendency of the flame to run up 
or to go out—fumes in the machines—the impossibility of regulating 
the heat with certainty—improper ventilation and moisture conditions— 


danger of fire—higher insurance rates—continuous watching, filling, 


cleaning and trimming of the oil lamps. ALL OF THESE ELIMI- 
NATED IN THE “LO-GLO.” 





No. 650 “LO-GLO” Electric Incubator 


8 ‘ Automatic Heat Control 





No. 1,200 ‘““LO-GLO” Electric Incubator 


CONTROL OF TEMPERATURE. 


The secret of successful application of electricity lies in its perfect 
control. The method of its application is different for different pur- 
poses. The “LO-GLO” method is protected by our patents and mainly 
consists in a unique and super-sensitive thermostat which automatically 
regulates and controls the degree of heat required in the incubator. 


In the “LO-GLO,” the very instant the temperature rises a quarter 
degree above the point at which the thermostatic circuit breaker has 
been set, the circuit is broken automatically and the current is shut 
off from the light bulbs. : 


As soon as the temperature falls a fraction of a degree below the 


point at which the machine is set, the circuit is automatically estab- 


lished and the lights begin to glow. In this way the temperature is 
kept under absolute control automatically and with scientific precision. 
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: : | Perfect Ventilation 9 
COST OF OPERATION. 


“At ten cents a K. W. hour, it costs a trifle more to hatch 
by electricity than by oil or hot water. 


charged in different localities it is impossible to state definitely what 


the uniform cost of a hatch will] be; but the smal] additional amount iS 


more than offset by the increased percentage of chicks hatched, the 
time saved over that spent in operating other devices for hatching and 
breeding, the lack of worry as to the outcome, the superior vitality of 
the chicks hatched, together with the absolute lack of fire risk. 


Wee shall, however, be glad to furnish all the information in our 


possession regarding the cost at our factory and experimental plant 
for a hatch in all sizes of our Incubators. 


The number of bulbs in the Incubators and Hovers should not be 
taken as a basis for estimating the amount of current used as they 
are wired in series, and the current is off a greater part of the time, 
as only the heat actually required is being cenerated. 

Electric Incubators and Hovers are classed as heating devices, 


and all users should apply for separate meter and special rates. 


VENTILATION. | | 


Pure air is being constantly admitted to the egg chamber through 
a perforated metal sheet which is set in the solid bottom of the incu- 
bator, eliminating air currents and positively preventing a draught on 
the eggs. The heat in the “LO-GLO” machine is generated mside of 
the incubator and the air is exactly as pure and fresh as the air within 
the room containing the machine. One has therefore perfect control 


Cs 


over the purity of the air in the incubator. 


“TO-GLO”. MACHINES ARE OF META 
THEY HAVE NO OIL LAMPS, 
THEY CANNOT CATCH FIRE. 





Because of different rates 
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MOISTURE. 


The question of moisturé must be thoroughly studied if you hope 


for success, as it lies at the bottom of more unsuccessful hatches _ 


than any other known cause. The intelligent operator will be governed 
by prevailing atmospheric conditions, together with size and shape of 
the air cells, close study of which will readily show whether or not the 
eggs require more or. less moisture. 


In dry climates, high altitudes and in rooms artificially heated, 
applied moisture becomes necessary. Our humidifying tank will ap- 
peal to those familiar with an incubator as the most sensible, service- 
able and handy device. This humidifying tank slides in or out on a 
. flange which is attached to the inner wall of the egg chamber. 


SANITATION. 


The “LO-GLO” by virtue of its all-metal construction can be easily 
cleaned. Every one who has used an incubator of the old style 
knows how the wooden machines retain the odor of decayed eggs 
etc., with increasing intensity. There is no known way of keeping a 
wooden machine sweet and sanitary after it has once been used. Being 
constructed entirely of metal the “LO-GLO” machines cannot absorb 


odors and will always remain as sweet and clean as they were the day 


they left the factory. 


DANGER OF FIRE ELIMINATED. 


Wooden incubators with oil lamps may at any time cause fire which 
may not only consume the machine but which may also spread to the 
home. The soot in the oil lamp machine will gradually accumulate 
in the pipes, some day the flame runs up, the soot catches fire, there 
is an explosion and you lose your eggs, machine, and in all probability 
part of or the whole of your home. This may happen to any one who 


takes the machine into the house in order to get an early hatch. 


Maximum Results 11 
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OVERCROWDING. | 


The “O-GLO” Egg Chambers have an evenly distributed light, 


the chicks do not rush to the front window as they will invariably 
do in dark machines. Our method is, therefore, a remedy for 
~ overcrowding. - 


ANOTHER ADVANTAGE. 


In the “LO-GLO” Incubators the thermometer is always in sight 
with plenty of light by which to read it. The lighting of matches to 
look at the thermometer as in the older styles, becomes tinnecessary 
and another danger of setting fire to the surroundings is thus avoided. 


RESULTS. 

“TLO-GLO” chicks are more vigorous and surer of life than those 
hatched by any other artificial method for the reasons stated above, 
which may be summarized as follows: Uniform temperature, ample 
fresh air, proper moisture conditions, freedom from all odors, and 
non-crowding. : | 

The “ILO-GLO” Incubator gives larger hatches. Test after test 
has demonstrated this in our own experience, and it is verified by 


numerous letters from experts and amateur breeders. 


ADAPTABILITY OF THE LO-GLO ELECTRIC 
INCUBATOR. 

The “LO-GLO” Incubator can be placed anywhere, and is in its 
place everywhere. You can put it in your parlor or in any room-which 
has an electrical connection. It is absolutely safe; no possible danger 
from fire; your insurance is not affected in the least. 

The “LO-GLO” is not only attractive in appearance, but it is 
neater and more compact than any other machine. It can be used with 
or without legs. It can be placed on the centre table, piano, side- 


board, or in any other convenient place. 























12 Always Odorless and Sweet 
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The “LO-GLO” is odorless and requires a minimum of attention. 
In fact, you do not notice its presence at all, a very soft light, hardly 


noticeable until darkness approaches, is the only indication of its being 
operated. 


The “1LO:GLO? is alco the best incubator for hatching ducks and 


geese, because the essentials of all hatching, even temperature and 
proper moisture, are more steadily maintained in the “LO-GLO” 
throughout the longer hatching period. 





No. 3,100 ‘‘LO-GLO” Electric Incubator with Extension Legs 
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Last a Life Time 








ic Incubator opens up the way to 


thousands of families for all the enjoyment and pleasure 


of raising their own chickens. 


Every one within reach of an electric Wire can now discard all 


other incubators, replacing them with a NO-TROUBLE. NO- 
WORRY, SURE-TO-HATCH “LO.cLo» : 


PRICES OF “LO-GLO” ELECTRIC INCUBATORS. 


No. 500 capacity so C888 0.6 $15.00 
50 : 65. Le 18.00 
=e : 85 9 21.00 
12000 .0O 
1600 c 160: BE 00 
2100 : 2100 OL 33.00 
3100 310 44.00 
4200 .: 420.0 55.00 
Extension legs $1.50 extra. 
| Prices of Special Attachments. 
-LO-GLO” Stand up Thermometers...... am $.60 
'LO-GLO” Weather proof cord per ft... an O4 
Socket and plug included in lengths of 50 feet or over. 
Plugs... oe $ .25 
socket§ c...0. 25 
Extension legs per set..:....... 3 rn 1.50 
Circuit breakers ............20. nnn 00 
8 or 16 candle-power, colored bulbs each........... 22 


APPROXIMATE WEIGHTS AND MEASUREMENTS. 
LO-GLO ELECTRIC INCUBATORS. 


Weight in pounds Cubic Feet Egg Floor Space 


No. Uncrated: - Grated Crated Capacity in inches . 
500 33 50 3 50 13X20 
650 42 60 5 65 E 0Sx1s 
850 52 75 6 85 21X21 
1200 60 = =90 8 120 24X24 
1600 86 120 10 160 27X27 
2100 99 136 12t3% 210 30X30 
3100 129 ives 18 310 36x36 © 
4200 165 210 oe 420 42X42 


With legs 15 lbs. extra. 










































14 | _ Start the Chicks Right 





“LO-GLO” ELECTRIC HOVERS. 


Any family having a backyard can now raise chickens, because 
after the chicks are hatched they can be conveniently, safely and 
successfully raised in a “LO-GLO” Electric Hover. 


Hatching chickens isn’t even half the battle. They must be reared, 
and statistics show that only about one half of the chicks hatched ever 
reach maturity. They are carried off by disease, caused very largely 
by improper brooding. And most of the discouragement in the chicken 
business arises from the heavy death rate among the little fellows. 





Showing the Three Sizes ‘‘LO-GLO” Electric Hovers 


But just as electricity, as applied in the “LO-GLO” Incubator, is 
the most perfect agency for hatching, so it is also for mothering the 
little ones in the “LO-GLO” Electric Hovers. 
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Better than Mother Hen | 1S 


| a 
CONSTRUCTION. 


The “LO-GLO”’ Hovers are constructed like the incubators. They 


are of metal, very light in weight, portable and perfectly insulated, 
affording the required protection. | | 


A curtain of quality felt surrounds the frame providing ample 
shelter for the chicks. Also eight feet of flexible cord is furnished with 
each Hover. : 


No thermometer is needed, because the proper degree of heat 
necessary to rear chickens is figured out on a scientific basis and the 
Hovers are equipped with bulbs accordingly. 


ADVANTAGES OF “LO-GLO” ELECTRIC HOVERS. 


The chicks always have plenty of fresh and pure air, because there 
are no kerosene or coal fumes to contaminate the atmosphere. 


The chicks recognize the lighted bulb as their “Mother,” because 
it is the first thing they see as they pop out of the shell. 


When cold, they fearlessly back up to it and go comfortably to 
sleep; when too warm, they edge away. The soft glow to them is just 
like the “cluck-cluck’” of the old hen to her natural babies. 


Absolute freedom from danger of fire and of weakening your 
chicks through overheating or crowding. 

No lamps to clean, trim and wash. No furnace to regulate. No 
thermometer to keep an eye on. No worrying all day long and all 
through the night for fear your brood will be burned to death, smoth- 
ered or chilled. You can leave them 24 hours without a thought as 


to temperature. 












































16 | The Modern Way 








A Corner of the Lo-Glo Experimental Farm 
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SIMPLICITY OF OPERATION. 


A child can operate the “LO-GLO” Electric Hovers, All that is 
needed when the chicks are ready to be removed from the incubator 
into the hover, is to turn on the electric current. | 


Cleaning consists of lifting up the hover from time to time and 
sweeping out under it. Spread a good litter on the floor under the 
hover and even the work of cleaning is reduced to a minimum. 


_ Can anything be more simple? There certainly can be nothing 
more successful in results. And think of the time and labor saved in 
attention and care of the brooder. 


THEY ARE EASILY PLACED. 


Weather-proof cord can be furnished in any length desired so that 


the Hover may be placed at any distance from the source of the 
current. 


You can place one Hover or a thousand, all you need to increase 
the number is to extend your electric wire and provide additional 


connections. The wire can be run indoors or outdoors. 


The carbon lamps used in the LO-GLO Electric Hovers are wired 
in series, burning only two candle power each (hardly enough to 


notice). 
PRICES OF LO-GLO ELECTRIC HOVERS. 

No: 200 ‘Capacity -So chicks... 33). 54.50. 

io ZOE 2 TOO. 7.0.00 

202 2 150 (as eee Gee, 7-50 

Weight in pounds Cubic Feet Chick Floor Space 

No. Uncrated Crated  Crated Capacity in inches 
200 9 25 I 50 16x22 
201 I2 30 2 100 16x32 
202 18 40 3 150 16x44 








18 


Place it Anywhere 








Three Sizes ‘‘SLO-GLO”’ Chick Runs 
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In Its Place Everywhere 19 


THE “LO-GLO” ALL METAL 
WIRE CHICK RUNS 
FOR USE WITH THE “LO-GLO” ELECTRIC HOVER. 


We have made a large number of these wire enclosed chick runs, 


and they have given excellent satisfaction and have become very 
popular. ; 


They are designed for use with the “LO-GLO” Electric Hovers 
and can be used indoors or out, and are weather, rat and cat proof. 


A galvanized metal pan is furnished with each run, two inches 
deep, to be filled with dry litter, and the Hover placed over it. 


Set the Hover in position inside the chick run, and then connect 
your electric wire. | 


It’s an ideally perfect run for the baby chicks and you cannot make 
them yourself satisfactorily at so low a cost. They are light, strong, 
well made, easily set up and kept clean, and will last indefinitely. 


They should be placed where the temperature is riot lower than 50 
degrees. 


PRICES OF “LO-GLO” CHICK RUNS. 


No. 300 Chick Run, size 2x4 ft. Capacity 50 Chicks. .Price $4.50 
“301. Chick: Run, sizes 3x6 a ‘=< 100° ice 6.50 
302 Chick Run, size 4x8 ft. a s 


(79 


150 femerice 7.75 


LO-GLO CHICK RUNS. : 
Weight in pounds Cubic Feet Chick Floor Space 


No. Uncrated  Crated Crated Capacity ininches 
300 24 35 Fee 50 24x48 
301 40 55 aS 100 36x72 


202 60 80 ah 150% 48x96 
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‘OuTFIT C. ae 
I #1600—160 Egg Electric Incubator : 
I 202150 Chick Electric Hover | | 
| I 302—150 Chick Run Special Price 
| | 1 “LO-GLO? Electric Ege Tester $45.00 Net 
4 1 Each 3 compartment hopper, 
| Drinking fountain, dry mash tray, 
| Chick feed tray. 
| ; 
Ep 
; 
| 
: ' 
Outfit ‘‘A”—“LO-GLO” Complete Practical Poultry Outfit : | 
“LO-GLO” COMPLETE PRACTICAL POULTRY OUTFITS. | | 
For the purpose of giving to the public a practical electric hatching | 2 
-and breeding plant, we offer three combinations as follows: Ss | 
OutrFir A. : : 
1 #650—65 Egg Electric Incubator | 
I 200—50 Chick Electric Hover | a 
I 300 ==c0 Chick Run 2 — = | Special Price | | 
1 “LO-GLO” Electric Egg Tester $29.25 Net eo : ee ° 
1 Each 3 compartment hopper, | LO-GLO” Electric Egg Tester : 
Drinking fountain, dry mash tray, | 2 
Chick feed tray. — me : | | “LO-GLO” EGG TESTER. 
OurTrFit B. oe | | All metal construction with a powerful reflector, 6 feet of flexible 
1 #1200—120 Egg Electric Incubator wire and plug attachment. 
I 201—100 Chick Electric Hover ee 
: 3 301160 Chick Run Special Price a Can be used also as a Candling Box. 


1 Each 3 compartment hopper, scientifically accurate lines as the “LO-GLO” Electric Incubators. 
Drinking fountain, dry mash tray, | 


Chick feed tray. | This tester should be ordered with all machines. Price $2.50. dq 


‘ ‘ i 
} 
; | Z 


| I “LO-GLO” Electric Egg Tester $38.75 Net | A wonderfully em cat device, practical and made on the same 
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‘Testimonials. 


WILL REVOLUTIONIZE THE CHICKEN INDUSTRY. 


Kingston, N. Y., July 24, 1914., 
“We found the last Incubator very satisfactory. It turned out for us two 90% 


' . hatches of fertile eggs. The chicks are doing very fine, and the owner claims the 


strongest chickens he has ever had. We believe that you now have the Incubator 
that 25 going fo revolutionize the chicken industry.” 


KINGSTON GAS & ELECTRIC CO., R. F. Chidsey, 
611 Broadway, Kingston, N. Y. 


A 98% HATCH. 


Trinidad, Colo., June 1, 1914. 
‘The 400-egg Incubators that you sold us some time ago have worked out extremely 
well as they hatched 98% of the Total Fertile Eggs in the Incubator.”’ 


THE TRINIDAD ELECTRIC TRANS- 
MISSION RAILWAY & GAS CO., 
Harold J. Reed, Trinidad, Colo. 


“T have had excellent satisfaction with the ‘LO-GLO’ Electric Incubator, and 
could not do without it.”’ 3 
CE YOST. 
YOST SHOE MANUFACTURING CO., York, Pa. 


STRONGER AND LIVELIER CHICKS. 


Lowell, Mass., May 9, 1914. 
‘‘Also I will add that the 26 chicks that I got on the second try are stronger, 
livelier and growing faster than any chicks I have had on the place.” 


CARL D. BURTT, Lowell, Mass. 


THE N. Y. EDISON CO. 


In answer to a customer asking for our address, wrote: ‘““The ‘LO-GLO’ is manu- 
factured by the ‘LO-GLO’ Electric Incubator Co. of 76 Greenwich St., New York 
City. There is no better incubator on the market. Continued use has proved it 
safe, reliable and efficient.” : 


MOST CONVENIENT AND ECONOMICAL. 


“T have run my ‘LO-GLO’ Electric Incubator for two years, and I consider it the 
most convenient and economical method yet devised.” 


HOME BUREAU MEDICAL HOUSE, 
M. H. Willard, President. 


SATISFACTORY—DESIRES AGENCY. 


“The ‘LO-GLO’ Electric Incubator which I purchased from you last season 
has proved so satisfactory that I desire the agency for it in this section for the coming 


season.” 
J. M. LYON, Northville, N. Y. 


‘““‘We have been using the ‘LO-GLO’ Electric Incubator at the Betty Loeb Me- 
morial Home, East View, N. Y., and have found it very satisfactory.” 


B. L. SCHLOSS; Supt. 





| 
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Sure to Hatch 23 
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STANDS THE TEST. 


Toledo, Ohio, July 7, 1914- 
“‘T have purchased from your firm for Mrs. D. a No. 2 Electric Incubator, 80-egg 
capacity, and it has proven satisfactory. ‘They now want the larger one, and | will 
now place an order with you for 12 of your incubators, 300-egg capacity each. Kindly 
ship them at your earliest convenience, and mail your bill to me.”’ 


J. N- BICK. 


THE LAST WORD. 


“T cannot recommend the ‘LO-GLO’ Electric Incubator too highly. It is, in fact, 
in my opinion the very last word in this line. I have had excellent results with it. 
A week ago, I hatched 83 chicks out of 95 eggs. They are growing wonderfully.’ 


FRANK E. LUCKENBACKER, Hartsdale, N. Y. 


SAFEST AND MOST EFFICIENT. 


Lexington, Mass., June 25, 1914. 
“I have. used Incubators and Brooders for eighteen years, and I can say that 
‘LO-GLO’ Incubators and Brooders are the safest and most efficient machines I 


have handled in all that time.”’ 
SAMUEL KNOWLES, 
46 Lincoln St., Lexington, Mass. 


‘A PEACH.” 


, Strafford, Pa., May 6, 1914. 
“T also want to tell you what a peach the Incubator is, and I recommend your 


service everywhere.” 
FRED BAILY, Strafford, Pa. 


NO TROUBLE AND BRINGS OUT BIG HATCHES. 


Portage La Prairie, Manitoba. 
“T used my ‘LO-GLO’ Electric Incubator with the very best results. It holds 
the heat at the proper temperature all the time with practically no change, and 
brings out big hatches. The ‘LO-GLO?’ is certainly a great improvement over hot air 
and hot water machines, and is no trouble at all.”’ 


I. P. PORTER, Portage La Prairie, Manitoba. 


POULTRY PROBLEM SOLVED. 


‘‘T find the ‘LO-GLO?’ very satisfactory. It’s so-little trouble to hatch the chicks.” 
J. J. ELDER, White Plains, N. Y. 


MACHINE BETTER THAN HENS. 


Santa Ana, Calif., May 25, 1914. 
“Our trial hatches: 28 eggs under two hens hatched 11 and 8 chicks respectively. 
After test there were left in incubator 131 eggs and all but 15 hatched. This is a 
remarkable showing, will improve conditions and try another hatch. Chicks are 
finest kind, and the results are ahead of any electric machines we ever tried, and 


this makes the fifth style for us. Eggs we put in were worth to us $5.00 per 15, _ 


so you can see that we are very glad to have gotten in touch with you, as this is the 
first machine that has really done better than hens, and they are a nuisance to 
handle and breed vermin.” : , 
GREENLEAF BROS., Red Hen Ranch, 
Santa Ana, Calif. 
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+R. H. MACY & CO. 


famous department store of New York, in the N. Y. Times, Oeics: 1914, said: 
he ‘LO-GLO’ Electric Incubators combine efficiency, economy and perfect 
as of heat, ventilation and moisture.’ 


CHANGE IN NAME OF THE COMPANY. 


UR customers will note the change of name fm the & 
Standard Electric Incubator Co. to the Lo-Glo Electric 
Incubator Co., Inc. 
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Mohawk, Mich., Mey 15, 1914. 
“Ves, every hatchable egg produced a strong chick.” 


ae J. A. DALEY, Mohawk, “Mich. 


(The foregoing was received in reply to our question, ‘‘Was your hatch successful ?”’) 





Since issuing the Third Edition of this catalogue in 1914, th: Com- 





pany has added many improvements to the incubators manu‘actured 
RECOMMENDS TO EVERYONE. 


Bae “The ‘LO-GLO’ Electric Incubator has proven satisfactory to me, and I am so 
well pleased with it that I can recommend it to every one.’ 


CHARLES BRU Hempstead, 1 TNS: 


at that time. All of these improvements have but one object, viz., to 
lessen the expense of hatching to the poultry raiser. It haus cost us 
“thousands of dollars to do this; but our policy has always »<en to 


CAN BE SET ANYWHERE IN THE HOUSE. protect and to satisfy our customers, and to give them the .e"y best 


‘T find my ‘ILO-GLO’ Incubator O. K.; in fact, far better than I even expected. I 
ses em have had excellent results, and it is so ‘little work attending to it. It can be set 
cs anywhere in the house, and there is so little dirt from it.’ 


C. E. BROWN, Long Branch, N. de 


incubator made. Through making ie to you, we shall paettely 
make good ourselves. 


NINE HOURS WITHOUT POWER. 


Hull, Canada, July 14, 1914. 
‘““Now you must note that on the night of the 20th and the 21st a big storm came, 
and the machine has been without current for nine consecutive hours, and out of these 
27 eggs | got 22 chicks. If this didn’t happen I would have:surely gotten a better 


percentage.’ 
JOSEPH E. BINOT, Hull, Canada. 


' TEMPERATURE EASILY MAINTAINED. 


“I have used the ‘LO-GLO’ Electric Incubator for two seasons. ‘The temperature 
is easily maintained at 103 degrees, and the machine requires little attention.” 


BUCKINGHAM MARSH, Bridgeport, Conn. 
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August 24, 1914. 
Gentlemen: 

I want to tell you how delighted I am with the LO-GLO Electric Incubators and 
Hovers. Having lived in the city until recently, I naturally knew very little of the 
art of poultry raising. Since April however, I have hatched over 500 chicks in my 
parlor, and raised them in the LO-GLO Hovers and without losing one. Am more 
than pleased. 





- Sincerely, 


+ | (Mrs.) WILLIAM WOODBURY 
878 Valley Road, Montclair Heights, N. J. 
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No. 4,200 ‘‘LO-GLO” Electric Incubator with Extension Legs 








